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NOTIFICATIONS BY GOVERNMENT 


— - X — 


IRRIGATION & C .A . D . DEPARTMENT 

(GENL . IV. AI) 


TRANSITIONAL ARRANGEMENTS TO WATER USERS ASSOCIATIONS. 
[GO.Ms.No. 222, Irrigation & C . A . D . (Genl. IV .AI), 26th December, 2008.] 


In exercise of the powers conferred under Section 34 of the APFMIS Act 11 of 1997 ( A . P. Act 11 of 
1997 ), the Government of Andhra Pradesh hereby appoint the outgoing Presidents ofWater Users Associations 
of Srisailam Right Bank Canal Project to exercise the powers and perform the functions of the respective 
Water Users Associations from January 2009 to 31st January 2010 or till the regular elections for the Water 
User Associations are conducted in the state and further direct that: 

The 1/3rd Territorial Constituency members of the said Water Users Associations retire on completion 
of their term and the remaining 2 /3rd Territorial Constituency members shall continue in the Water User 
Associations. 

The Bank Account of the said Water Users Associations shall be operated jointly by the President and 
one of the managing committeemembers to be nominated by the Managing Committee as there will not be 
any Vice President. 

The Deputy Executive Engineer concerned shall function as incharge President for such of the Water 
Users Associations where the President vacancy arises due to removal or recall or death or resignation or 
any other contingency till 31- 01 - 2010 or till such time regular elections are conducted to the Water Users 
Association in the state . 


S . P . TUCKER , 
Principal Secretary to Government. 
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